POLICE BARRACKS (IRELAND). 



RETUItN to an Order of the Honourable The House of Commons, 
dated -2 April 1 8 G 8 



RETURNS “ of the Number of Police Barracks in each County in Ireland 
which are considered to be in a Satisfactory Condition, both as to the 
Security and Health of the Constabulary 

“ Of the Number in each County the Defective Condition of which Representa- 
tion has been made to the Government 

“ Of the Number in each County which the Landlords have agreed to Fortify on 
the Government Plan 

“ And, of the Average Cost of Defences of each Barrack Completed.” 



( Lord Otho FitzGerald.) 



Ordered, by The House of Commons, to be Printed, 
20 May 186K. 



291. 
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RETURN RELATING TO POLICE BARRACKS IN IRELAND. 



RETURN of the Number of Police Barracks in caoli County in Ireland which are comidered t» 
be in a Satisfactory Condition, both as to the Security and Health of the Constabulary ; of the Numbsr 
in each County the Defective Condition of which representation has been made to the Government; 
of the Number in each County which the Landlords have agreed to Fortify on the Government Pin', 
ana, of the Average Cost of Defences of each Barrack completed. 



Constabulary Office, Dublin Castle, 

Submitted, 9 Ma 7 1868 - 

Deferring to the above Order of the House of Commons, dated the 2nd April 1868, I have to state 
that, feelino- it exceedingly difficult to make out a general Return in compliance therewith, I think it 
better to transmit replies received from the several county inspectors of the provinces of Leinster, 
Connaught, and Munster, upon the subject. 

It has not been proposed to extend these works to the Province of Ulster. 

G. E. Hillier, 

D. I. G. 



RETURN of the Number of Police Barracks in each County in Ireland which are considered to be in a Satis- 
factory Condition, both as to the Security and Health of the Constabulary ; of the Number in each County the 
Defective Condition of which representation lias been made to the Government ; of the Number in each County 
which the Landlords have agreed to Fortify on the Government Plan ; and, of the Average Cost of Defences of 
each Barrack completed. 
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of Barracks 
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Average Cost 




Police Barracks in each County 


of the Defective 


which the Landlords 


NAME OF COUNTY. 


wtiiek are considered 


Condition of which 


have agreed 


of Defences of each Barrack 


to be in a satisfactory Condition, 


representation 


to Fortify on the 




both as to the Security 


has been made to 


Government 


Completed. 




and Health of the Constabulary. 


the 


Plan. 






Government. 






PROVINCE OP I 


jEINSTER: 








Carlow County - 


No barrack in this county is in a 
satisfactory state, as regards the 
security of the constabulary. There 


12 


10 


Nil ; none completed as yet. 




are only four, and considered un- 
healthy. 








Dublin County - 


- - - 7 - - - 


10 


17 


36 /. 6 r. 4 d. 


Kildare County ... 


- 23 


8 


10 


Only one completed, at a cost of 
SO l. 


Kilkenny County 


. . - 7 - - - 


5 


19 


44/. 13 s. 


King’s County - 


Two in point of security j 47 healthy 


14 


18 


About 40 /. 


Longford County - 


27 satisfactory, as regards the health 


. „™. 


3 


50/. 


of the constabulary, but partially 










insecure. 








Louth County 


- - - 16 - - - 


3 


10 


30/. 2 s. 6 d.* 






and 6 not repre- 










sented. Total . 
defective, 9. ! 






Meath County - 


- 28 


- 22 - 


12 


Nil. 



• Taken from estimates of four barracks. Only one in county completed, at 44 1. 9 a. IX d. 
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RETURN RELATING TO POLICE BARRACKS IN IRELAND. 3 



name of county. 


Number of 

Police Barracks in each County 
which are considered 
to he in a Satisfactory Condition, 
both as to the Security 
and Health of the Constabulary. 


Number 
of Barracks, 
of the Defective 
Condition of which 
representation 
has been made to 

Government. 


Number 

whicli the Landlords 
have agreed 
to Fortify on the 
Government 
Plan. 


Average Cost 

of Defences of each Barrack 
Completed. 


Province of Leins'] 


cer — continued. 








Queen’s County - 


Five secure and healthy ; 27 inse- 
cure, but healthy ; one inseure 
and unhealthy. 


23 


6 


55 1 


Westmeath County 


None satisfactory as to security ; 47 
satisfactory as to health. 


47 

Report dated 
7 Dec. 1867. 


3 


None completed as yet. 


Wexford County - 


None in a state of defence 


10 


Landlords of 20 out 
of 40 barracks 
have consented 
to fortify, but no 
agreement en- 
tered into yet. 


Not known ; no defences erected 
as yet. 


Wicklow County - 


As to security, only one at present 
prepared, but 10 more expected 
shortly to be done. None to be 
termed unhealthy. 


22 

(lmilitaryomitted.) 


12 


23 1. 16 a. 6 d. is the cost of one 
(partially) done ; two more 
(only) estimated at upwards of 
40 1. and 70 1 . ; no others cal- 
culated yet. 


PROVINCE OF C 


JONNAUGHT: 








Galway County (East Riding) 


Nil 


46 


20 


No barrack in this riding has yet 
been put into a state of defence. 


Galway County (West Riding) 


None secure; all healthy (43) 


Nil 


1 (Headford) 


Now. 


Galway Town County - 


None secure ; all healthy (4) - 


Nil 


Nil 




Leitrim County - 


None, as regards security 




Eight (3), exclusive 
of one Govern- 
ment building, to 
be dono by Com- 
missioners of Pub- 
lic Works. 


None yet quite completed ; but the 
only approved tender shows a cost 
of 64 l. 10 s., in the case, how- 
ever, of a large sized barrack. 


Mayo County - 


47 healthy, and secured in the ordi- 
nary way. 


2 

No representation 
made to the Go- 
vernment 


10 


No works having as yet been com- 
menced, the average cost cannot 
be given. 


Roscommon County 


53 


1 


17 


None yet completed. 


Sligo County - 


One; Sligo Barrack 


34 


7 


No expense incurred as yet. 


PROVINCE OF ] 


MUNSTER: 








Clare County ... 


None - 


54 


3 


45 1. 


Cork County (East Riding) - 


Seven, as regards security ; 63, as 
regards health, but not security. 


47 


11 


Not known ; none yet completed. 


City of Cork County - 


5 


10 


“ 




Cork County (West Riding) - 


42 


9 


31 


About 60 1. 


Kerry County - 


- N«> ne - 


27 


11 


50 1. 


Limerick County and City - 


. . - 3 - - - 


. 63 


19 


41 1. 13s. lid. 


Tipperary) County (North 


12 


29 


19 


Cannot be given, none being com- 
pleted. 


Tipperary County (South 
Riding.) 


As to security, 4 ; as to health, 59 


1 


2G 


Defences not yet completed ; cost 
not ascertained. 


Waterford County and City - 


... i - - - 


17 

1 


25 


402. 
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{Lord Otl,o FitzGerald.) 
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